


Subject 


fee aiis 
Barbecue Smoker 
Barbecue Snuffer 
Bed, 4 Poster 

From Ready Made Parts 
Bird Feeder, Classic 
Book Rack, Compact 
Boxes, Planter 


=~ 
Cabinet, Compact 
Sewing/Hobby 
Saw Accessory 
Video Game 
Wall Mounted 
Cane, Weaving 
Chain Saw Trouble Shooting 
Chain Saws, Midsize 


Chair Decorating with Stencils 


Chair, Caned Back 
Chippendale Side 
Hepplewhite 
Oak Rocking 
Old Virginia Masters Kit 
Savonarola 

Chessboard, Folding 

Chest, Tool Storage 


Child Safe Paints and Finishes 


Chippendale Side Chair 
Christmas Gifts 
Cleaning Decorative Masonry 
Clock, Heirloom Grandfather 
Compact Quartz 
Emperor Kit 
Miniature School House 
Computer Trivia Game 
Cupboard, Early American 
Cupola, Octagonal 
w/Weathervane 


==. 
Deck, Raised 
Decorating, Mini-Blinds 
Decorative Masonry, Cleaning 
Desk, Child Size 
Standup Telephone 
Dispenser, Candy 
Gum Ball 
Masking Tape 
Pet Food 
Doghouse, Simple 
Doors, Installing Bi-fold 
Replacing Double Entrance 


Drain System, Basement Water 


pa, 9s 

Easels, Decorative Plate 

Electronic Ignition Retrofit 

Electronic Thermostat U/T 

Ellipses, Drawing 
Addendum 

Energy Answers 
Choosing Options 
Determining Energy Costs 
Life-style Improvements 
Reduce Hidden Costs 
Wood Heat vs Oil, Gas, 
Electricity 

Entertainment Center 

at, 

Fan Housing, Solar 

FILON/WORKBENCH 
Contest Winners. 

Flooring, Laying Resilient 
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Oct 
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Jun 


Oct 


Subject 


1985 index 


Issue Page 


Foundations, Permanent Wood Oct 


nee 

Garage Door, Sectional 

Garden Storage Shed 

Garden Trellis 

Glass, Replacement In Metal 
Frames 

Greenhouse From Salvaged 
Materials 

Greenhouses, New Kits 


=f 

Hardware Show 

Harmonograph 

Headboard, Vertical Cabinet 

Heaters, Kerosene 

Holder, Eyeglass, Butterfly 
Paper Towel 

Home Inspection Procedures 

Hunting Bows, Kit 


Sr 
Index, 1984 


pan eo 
Kitchen Remodeling 


eh gan 
Lamp, Swing Arm 
Latch, Wooden 
Lawn Care Tips 
Lids for Jars, Lathe Turned 
Lincoln Pedestal Table 
Log Cabin Built With Chain 
Saw 
Log Homes, Modern 
& Efficient 
Lumber Storage Rack 


=) oe 

Mirror/Sconce Ensemble 
Mobile Home, Residing 
Moisture Meters 


ee oe 

Paint, Quantity Calculations 

Paneling, Restoration 
Techniques 

Pavers, 1/2 in Brick 

Pet Food Dispenser 

Planter Boxes 

Precarved Panels and 
Ornaments 

Puzzle, Dovetail Joint 


a 
Rack, Blanket/Spread 
Book 
Book, Compact 
Contemporary Wine Table 
Lumber Storage 
Picture Frame Magazine 
Wine/Server 
Recreational Van Table 
Remodeling, Kitchen 
Replacing Double Entrance 
Doors 
Residing, Mobile Home 
Room Addition, Solar 


oe 

Sander/Grinder U/T 

Saving On Home Lighting 
Sconce/Mirror Ensemble 
Scroll Saw Patterns, Animal 
Seat, Roll Around Garden 


Jun 
Jun 
Jun 


Apr 


Aug 
Oct 
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Aug 
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Aug 


Jun 
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Oct 


Jun 
Jun 
Dec 
Oct 
Aug 
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88 
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Subject 


Shed, Garden Storage 

Shelf Unit, Open 

Shelf, Corner 

Shovel Selection 

Shutters, Insulated 

Sink, Replacement 

Solar Swimming Pool Heater 
Addendum 

Speed Reducer U/T 

Springs, Coil 

Stains, Applying Deck 

Stand, Dictionary 
Potted Plant 

Steady Rest 

Stool, Milking 

Sunroom Addition 

Swimming Pool, Solar Heater 

Swing, Child’s Lawn 


ae, ow 
Table, Antique Occasional 
Ball and Claw Feet 
Child’s Drawing/Play 
Addendum 
Addendum 
Contemporary Parsons 
Contemporary Wine Rack 
Country Kitchen 
Encyclopedia 
Hepplewhite 
Lincoln Pedestal 
Recreational Van 
Timer, Water Tank Set Back 
Toilet, Water Saving 
Tools, Annual Roundup 
Annual Roundup, Pt II 
Carbide Saw Guidelines 
Freud Saw Blade U/T 
Darex Drill Sharpener U/T 
Drill Stand Attachments 
Mill-Route U/T 
Radial Arm Sawdust 
Collector 
Shopsmith Professional 
Planer U/T 
Toy Box, Scale Vehicle 
Toy, Baby Stearman Airplane 
Backyard Train 
Farm Tractor 
Heirloom Pull 
Rocking Horse, Simple 
Tractor Trailer 
TV 
“Whorlwinds” 
Treadmill, Jogger, Indoor 
Truck, Compact Pickup 
Trunk, Heirloom 
Tub/Shower Units, 
Prefabricated 


== 
Vanity, Bathroom 


—Ww 
Wallcovering Trims 
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Feb 
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Feb 


Water Tank Relief Valve, Install Oct 


Window Screening, Modern 

Windows, Building Round 
Installing Bay 

Wooden Latch 

Woodworking Questions 

Workbersh, European Style 
Heavy Duty 

World’s Fair Energy Saving 
House 


Oct 
Apr 
Apr 
Jun 
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Dec 
Apr 


Apr 
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